PATIO  DOORS

Required  Physical  Capabilities:

Unfasten lock,   insert fingers  in  indented  handle  slot,
pull  sliding glass door open along horizontal   track,   pull
sliding screen door open,

Rationale:

Glass sliding door provides a view and access from
bedroom to patio,

Analysis:

Glass sliding doors are extremely difficult for resi-
dents to maneuver.  Hand indentation on door is shallow,
doors are heavy, and locking device too small.  Many resi-
dents do not use the patio because they cannot operate the
doors.  Others cannot operate the lock and are afraid of
potential security problems stemming from leaving it
unlocked.

Recommendations:

- The quadriplegic should be able to control access to
the outside.  Locking devices should require little
strength or manual dexterity.
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